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UNCLASSIFIED 

PAGE 01 LONDON 10405 081518Z 
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ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO TRSE-00 COME-OO AGR-10 /030W 

090446 

R081514Z JUL 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 2669 

UNCLAS LONDON 10405 

FROM: AGRICULTURAL ATTACHE 

E.0. 1 1652: N/A 

TAGS: EAGR, RF, GW, MX, HU, JA, UK 
SUBJECT: DEFINITION OF LITRE 

REF: STATE 159537 

THE DEFINITION OF A LITRE AS RECORDED IN STATUTORY 
INSTRUMENT 1963 NO. 1354 STATES THAT " A LITRE IS THE 
VOLUME OCCUPIED BY A MASS OF ONE KILOGRAM OF PURE 
WATER AT ITS MAXIMUM DENSITY AND UNDER STANDARD 
ATMOSPHERIC PRESSURE". 

2. THE UK IS MOVING TOWARDS COMMUNITY SYSTEMS UNDER 
WHICH REFERENCE TEMPERATURES ARE: 

INTERNATIONAL WINE OFFICE SYSTEM (OIV) - 20 DEGREES 
CELSIUS, INTERNATIONAL ORGANIZATION OF LEGAL METROLOGY 
(OIML) (DISTILLED SPIRITS) - 20 DEGREES CELSIUS. 

RICHARDSON 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 

Concepts: MEASURING INSTRUMENTS 
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Copy: SINGLE 

Draft Date: 08 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON10405 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750235-0686 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750777/aaaacrdt.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Authority: ShawDG 
Review Comment: n/a 
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Review Exemptions: n/a 
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